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Al ARAB MEDICAL LABORATORIES 
Patient Name: Abdulrahman Alhamed Referral: King Khalid Airport - parking terminal No: 5 
ID Number: T940072 Collection Time: 2022-01-07 07:57:46 
Date of Birth: 1994-05-09 Reporting Time: 2022-01-07 11:05:51 
Gender: Male Sample ID: 1600277 
Phone No: +966560359159 HESN ID: 23817200 
Test Description Result 
COVID19- test by RT-PCR 
Qualitative detection of SARS-COV-2 (Corona Virus) Detected, Test result is (Positive) 
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***END OF REPORT*** 
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